DOCKETED ITEMS       63

9203160123 Discusses review of RELAP5/MOD 3 computer code error associated w/
conservation of energy equation as applied to facility.per Suppl 1 to NRC Info Notice
92-002 & NRC verbal request.

TREMBLAY.LA, Vermont Yankee Nuclear Power Corp. 92/03/06. Document Control
Branch (Document Control Desk). 2pp. 60968:282-60968:283.

9203200163 Forwards requalification program evaluation & exam rept 50-271/92-03OL
on 920210-1 ^Evaluation conducted per NUREG-1021, "Operator Licensing Examiner
Stds," rev 6.

HODGES.M.W. Region 1 (Post 820201). 92/03/13. MURPHY,W.P. Vermont Yankee
Nuclear Power Corp. 3pp. 60970:270-60970:302.

-9203200171 Requalification program evaluation & exam 50-271/92-03OL on 920210-
14.Exam results:all four ROs & eight SROs passed all portions of exam.
HANSELL.S., CONTE.R.J., BETTENHAUSEN.L Region 1 (Post 820201). 92/03/12.
30pp. 60970:273-60970:302.

9203300033 Forwards insp rept 50-271/92-04 on 920211-0306 & notice of
violation.Safe.plant operations observed.On-shift expertise remains apparent weak-
ness.

LINVILLE,J.C. Region 1 (Post 820201). 92/03/17. MURPHY.W.P. Vermont Yankee
Nuclear Power Corp. 3pp. 61110:217-61110:236.

-9203300036 Notice of violation from insp on 920211-0306.Violation noted:shift supervi-
sor failed to effectively implement requirements of administrative procedure requiring
identification of HPCI sys in degraded status.
* Region 1 (Post 820201). 92/03/17. 1 p. 61110:220-61110:220.

-9203300040 Insp rept 50-271/92-04 on 920211-0306.Violation noted.Major areas
inspected:plant   operations.radiological    controls, maint    &    surveillance.emergency
preparedness.security.engineering & technical support & safety assessment.
ROGGE.J.F. Region 1 (Post 820201). 92/03/12. 16pp. 61110:221-61110:236.

9203300113 Informs that commitments listed in confirmatory action Itr CAL-1-91-07 met
re unsatisfactory licensed operator requalification training program satisfactorily met.
MARTIN.T.T. Region 1 (Post 820201). 92/03/19. MURPHY.W.P. Vermont Yankee Nu-
clear Power Corp. 4pp. 61111:060-61111:096.

R. Periodic operating reports & related correspondence

9203040019 "Effluent & Waste Disposal Semiannual Rept for Third & Fourth Quarters
1991 Jul-Dec 1991."W/920228 Itr.

TREMBLAY.LA. Vermont Yankee Nuclear Power Corp. 91/12/31. 132pp. 60848:224-
60848:356.

9203040071 "1991 Annual Operating Report." W/920228 Itr.

TREMBLAY.LA. Vermont Yankee Nuclear Power Corp. 91/12/31. 22pp. 60813:111-
60813:132.

9203040339 "Personnel & Man-Rem by Work & Duty Function Final End of Yr Rept for
1991." W/920228 Itr.

TREMBLAY.LA. Vermont Yankee Nuclear Power Corp. 91/12/31. 3pp. 60813:181-
60813:183.

9203090341 "1991 Personnel Monitoring Rept." W/920228 Itr.
TREMBLAY.LA. Vermont Yankee Nuclear Power Corp. 91/12/31. 2pp. 60883:138-
60883:139.

9203060369 Forwards fitness for duty program data for Jul-Dec 1991.
REID.D.A.  Vermont Yankee Nuclear Power Corp.  92/02/27.  Document Control
Branch (Document Control Desk). 4pp. 60840:337-60840:340.

9203130203 Monthly operating rept for Feb 1992 for Vermont Yankee Nuclear Power
Station.W/920310 Itr.

WALLIN.G.A., MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 92/02/29. 6pp.
60933:282-60933:287.

S. Reportable occurrences, LERs & related correspondence

9203020015 Responds to nonconformances noted in insp re Part 21 rept filed by
util.Corrective actions:training session conducted & documented re requirements of
Rev 6 to QCP-22 covering notifications from util customers.

SEGAN.R.D. Limitorque Corp. 91/06/06. SNODDERLY.M. NRC - No Detailed Affili-
ation Given. 4pp. 60767:234-60767:245.

9203230300 Part 21 re cracked piston castings received from ACME Foundry.Fairbanks
Morse & General Casting.Magnetic particle insp of all pistons will be performed.List of
affected plants encl.

HORINKA.M.S. Coltec Industries, Inc. 92/03/18. Document Control Branch (Docu-
ment Control Desk). 5pp. 61103:314-61103:318.

9203240250 LER 92-004-00:on 920220,high pressure coolant sys inoperable due to
degradation of station battery bus voltage.Caused by failed battery charger
componentBattery charger removed from svc & replaced w/spare charger.W/920320

REID.D.A.   Vermont  Yankee   Nuclear  Power  Corp.   92/03/20.   4pp.   61120:238-
61120:241.

V. Operator Examinations

9203030264 Forwards evaluation results re licensed operator requalification exam jointly
administered to license holders during wk of 920210.

MERVINE.M.L Vermont Yankee Nuclear Power Corp. 92/02/21. HANSELL.S. Region
1 (Post 820201). 4pp. 60819:045-60819:048.

9203040074 Notification of significant licensee meeting 92-03 w/util on 920304 to dis-
cuss insp rept 50-271/91-81 (licensed operator requalification training program).
ROGGE.J.F.  Region  1  (Post 820201). 92/02/26.  Region  1   (Post 820201). 3pp.
60767:156-60767:158.

9203030443 Notification of contract execution.mod 1 task order 128,to "Reactor Opera-
tor Licensing Exams,Yankee Power Plant." ContractonSonalysts.lnc.
HUGHES.A. Division of Contracts & Property Management (Post 890205). FIN L-1289-
2. 92/02/27. SCHWINK.W. Office of Nuclear Reactor Regulation. Director (Post
870411). PULSIPHER.K. NRC - No Detailed Affiliation Given. 1p. 60793:088-
60793:089.

-9203030444 Ltr contract NRC-03-89-031,mod 1 to task order 128,providing incremen-
tal funding to, "Reactor Operator Licensing Exams, Vermont Yankee Power Plant."
SCOTT.M.L. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/02/
27. PETERSEN.LR. Sonalysts, inc. 1p. 60793:089-60793:089.

9203100160 Notification of significant licensee meeting 92-27 Rev 1, w/util on 920304
to discuss insp rept 50-271/91-81 re licensed operator requalification training pro-
gram.

ROGGE.J.F.  Region  1   (Post 820201). 92/02/27.  Region  1   (Post 820201). 3pp.
60844:281-60844:283.

9203200069 Forwards revised operator licensing exam schedule.per Generic Ltrs 91-12

MERVIN.M.L. Vermont Yankee Nuclear Power Corp. 92/03/12. GALLO.R.M. Docu-
ment Control Branch (Document Control Desk). 2pp. 61062:323-61062:324.

9203200163 Forwards requalification program evaluation & exam rept 50-271/92-03OL
on 920210-14.Evaluation conducted per NUREG-1021, "Operator Licensing Examiner
Stds." rev 6.

HODGES.M.W. Region 1 (Post 820201). 92/03/13. MURPHY.W.P. Vermont Yankee
Nuclear Power Corp. 3pp. 60970:270-60970:302.

-9203200171 Requalification program evaluation & exam 50-271/92-03OL on 920210-
14.Exam resultsrall four ROs & eight SROs passed all portions of exam.
HANSELL.S., CONTE.R.J., BETTENHAUSEN.L Region 1 (Post 820201). 92/03/12.
30pp. 60970:273-60970:302.

9203300113 Informs that commitments listed in confirmatory action Itr CAL-1-91-07 met
re unsatisfactory licensed operator requalification training program satisfactorily met.
MARTIN.T.T. Region 1 (Post 820201). 92/03/19. MURPHY.W.P. Vermont Yankee Nu-
clear Power Corp. 4pp. 61111:060-61111:096.

DOCKET 50-272 SALEM NUCLEAR GENERATING STATION, UNIT 1

F. Security, medical, emergency & fire protection plans

9203100196 Forwards insp repts 50-272/92-01,50-311/92-01 & 50-354/92-01 on
911229-920208.NO violations noted.

BLOUGH.A.R. Region 1 (Post 820201). 92/03/03. MILTENBERGER.S. Public Service
Electric & Gas Co. of New Jersey. 3pp. 60845:038-60845:068.

-9203100203  Insp  repts  50-272/92-01,50-311/92-01   &  50-354/92-01   on  911229-
920208.Eight unresolved items noted.Major areas inspected:operations,radiological
controls, maint & surveillance testing & emergency preparedness & security.
WHITE,J.R. Region 1 (Post 820201). 92/03/03. 28pp. 60845:041-60845:068.

9203300004    Submits    results    of    review   of    ERDS    implementation    plan    for
facilities.submitted via 911028 Itr.Implementation plan  acceptable/Telephone lines
scheduled to be installed in Mar 1992 not Fall 1992 as stated in util schedule.
MILLER.C.L Project Directorate I-2. 92/03/19. MILTENBERGER.S. Public Service
Electric & Gas Co. of New Jersey. 5pp. 61164:344-61164:348.

9203310093 Forwards initial SALP Repts 50-272/90-99,50-311/90-99 & 50-354/90-99
for period of 900801-911228.While some deficiencies identified,plants safely & con-
servatively operated & being maintained in accordance w/requirements.
MARTIN.T.T. Region 1 (Post 820201). 92/03/25. MILTENBERGER.S. Public Service
Electric & Gas Co. of New Jersey. 5pp. 61126:239-61126:300.

-9203310107 Initial SALP repts 50-272/90-99,50-311/90-99 for 900801-911228.
* Region 1 (Post 820201). 92/02/26. 32pp. 61126:244-61126:275.

P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9203190026 Notification of significant licensee meeting 92-21 w/util on 920212 to intro-
duce util president to NRC.

WHITEJ.R.  Region  1   (Post 820201).  92/02/11.  Region  1   (Post 820201).  2pp.
60959:156-60959:157.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTlOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York. Inc. 4pp. 60997:033-60997:036.

9203020237 Notification of 920318 meeting w/util in Rockville.MD to discuss develop-
ment of integrated schedule program at plant.

STONE,J,C. Project Directorate I-2. 92/02/27. MILLER.C.L. Project Directorate I-2.
4pp. 60755:219-60755:222.

9203100109 Informs that safety evaluation of postulated accident of ammonium hydrox-
ide storage tank on control room habitabihty complete.Safety evaluation concludes
that there is no impact on control room habitability.

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 92/02/28. Document
Control Branch (Document Control Desk). 5pp. 60899:308-60899:312.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06, Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity,10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York. Inc. 12pp. 61085:001-61085:012.Yankee Nu-
